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3" REBAR W/ MCS CAP 
SET 0.1'B.G. 
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WITNESS MONUMENT TIES: 
A. SE corner warehouse block wall; N14°W 103.1' 


B. NW corner square metal base of light post #35, on top of 
round concrete base; S2°E 77.5' 


MAG nail 1.0' above grade on southeast side of 12" utility \ 
pole #159-762; N14°W 28.9' woods 
D. MAG nail in shiner 1.0' above grade on the south side of 
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13" utility pole #159-760; N75°W 144.9' | 
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Set a 5' steel t-post 1.5' south of the rebar 3.5' above grade. A 


Monroe County Survey Marker sign was attached to the north 
side of the post 2.7' above grade. 


IN83-WF 


OTHER OBSERVATIONS: 


The monument is on the south edge of a gravel foot path that 
connects Hillside Drive to the B-Line Trail. The monument is 


9.2' west of the west asphalt edge of the B-Line Trail. 0 45 30 
NOTES: 

1. Field work was performed on Februrary 23, 2017 and September 12, 2017. SCALE: 1" = 30' 
2. Monroe County Surveyor's Field Book 48, page 59. 

3. Project Name: Per_l05, Field work by: RSO and MCB, Drawn by: RSO, Reviewed by: RSO & TER. 
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Coordinates shown hereon were obtained from GPS observations utilizing the Indiana Real-Time Network (INCORS). Indiana West Zone, NAD83(2011) 
Epoch 2010.0000, State Plane Grid Coordinates, US Survey Feet. Geoid model G2012BU7. Datum NAD83_NO_TRANS. 


Coordinate data was collected using a Topcon PG-A1 antenna and a Topcon GRS-1 data collector. Vicinity sketch compiled per 2014 aerial photography. 
Bearings shown hereon are grid north (Indiana State Plane West Zone). Current Magnetic Declination is 4°16'W per the NOAA National Centers for 
Environmental Information online magnetic declination calculator. 


We visited this monument because a concerned citizen found the old fence post bent and ripped out of the ground, laying next to the monument. A 2" 
rebar was found bent, 0.5' below grade with a damaged yellow plastic cap in the hole next to the monument. With the exception of the warehouse corner, 
all of the witness ties from the 2005 Recovery Tie Drawing had been destroyed. The bent rebar was replaced with a 3 


rebar and 2" aluminum cap 
stamped "MONROE CO. SURVEYOR" set 0.1' below grade. Historic research was not performed to prove the validity of this monument. The prior 


Monument Record references a Bledsoe Tapp survey performed for Jim Regester on file in the Office of the Monroe County Recorder in Survey Book 4, 
page 506. 


A Monument Description: 2" rebar with aluminum cap stamped "MONROE CO. SURVEYOR" set 0.1' below grade 
State Plane Grid Coordinates: Northing: 1421746.2, Easting: 3107877.5 
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(SCALE 1" = 50’) 
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Photos were taken on 2/23/2017 
and 9/12/2017 with an iPhone 6s. 
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ee MONUMENT RECORD 


State of Indiana - County of Monroe 


___ Section: 08 Township: 8 North Range: 1 West Corner ID: Per I-05 


Monument Description & Remarks: 5/8" rebar with, "BLEDSOE-TAPP", cap found. Survey 
Sign 4{t above ground at pt. D | 


References On File: Bledsoe Tapp survey, Jim Regester, on file in Recorder Office Book 4 page 
506. : 


RECOVERY TIE DRAWING 
Fleld Book 36 Page No. 39 





Warehouse 
300 W. Hillside 





=e 
A - 5/8" Rebar | : / 
B - N 14° W 103.08' to corner of, Hillside e 
Warehouse, concrete block wail . C 
C-S 16° W 44.75' to MAG nail in 
10" power line pole 
D-N 12° W 29.02' to Survey Sign 
" Not To Scale 
in 13" power line pole 


Compass Bearing Magnetic North 


I, Kevin P. Enright, Monroe County Surveyor, hereQy ‘Pydpat this document was prepared under my 
direction in accordance with the provisions of segivass 


Gono QO tof the Indiana Code; and the above data 
is given under my hand and seal this 23rd day af May, 2005. ™. %, 
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Drawn by: T.E.R Print date: May 02, 2007 


MONUMENT RECORD 
State of Indiana - County of Monroe 


Section: 08 Township:8 N Range: 1 W Corner ID: Per I-05 


Monument Description & Remarks: found: 5/8" rebar with cap "BLEDSOE-TAPP". 


References On File: Boundary survey for Jim Regester by 
Bledsoe-Tapp. Recorders Book 4 page 506. 


Field Book: 2000-01 
Page No.: 36 


USGS Quad: Bloomington | a 


Tie Sheet Drawing 
(Not to Scale) 
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Magnetic North 


A-5/8" rebar with cap. 
B-S 83° E 5.83' to "X" in RR rail side. , iC 
C-S 21° W 44.75 to MAG nail in 10" powerline pole. 


D-N 10° W 29.02' to MAG nail in 13" powerline pole.S.M. 5’ AG 
19.60' to edge of blacktop. 
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11 of the OES, the above 

data is given under my hand this 5th day N js 2 000. Fo %, So %, 
— =. - ” , = sy a +% 
= e = i 4 z 
i ae c+ LC = i SEAL | = = SEAL i = 
5 Op. =a iss 2 Biz & =a is $ 

% Ay <S Ss Zl, ASS 

“uk CONAN “tngOR BEATEN 
“OW “in ww 
os  extified and sealed by the Monroe County Surveyor Review Board Hae 


Date: { f / 0 2-} 02 


October 13, 2000 


